84       DOCKETED ITEMS

-9004250280 Safety evaluation SL-ppCifng 9004C5 order terminating License R-114.

*   Office of Nuclear Reactor necjlst.cn, Dire:tor (Pos! 870411). 90/04/05. 2pp.
53597:270-53597:271.

-9004250286 Environ assessment & finding of no significant impact re NRC 900405
order terminating License R-114.EIS will not be prepared.

WEISS.S.H.    Non-Power    Reactors,    Decommissioning    &    Environmental    Pro].
Dir.(891001-900602). 90/03/29. 3pp. 53597:272-53597:274.

DOCKET 50-295 ZION NUCLEAR POWER STATION, UNIT 1

F. Security, medical, emergency & fire protection plans

9004230606 Revised EPIPs.including Rev 9 to ED-3, "Demand Polling of Meteorological
Data" & Rev 3 to ED-31, "Release Rate Determination Via Steam Generator Reliefs."

*  Commonwealth Edison Co. 90/03/17. 43pp. 53581:272-53581:314.

9005100202 Revised EPIP index & procedure audit notice.
MAHONEY.K. Commonwealth Edison Co. 90/04/02. 4pp. 53793:246-53793:249.

9005150004 Forwards Safety Insp Repts 50-295/90-06 & 50-304/90-06 on 900311-
0418.No violations noted.

SHAFER.W.D. Region 3, Ofc of the Director. 90/05/04. REED.C. Commonwealth
Edison Co. 2pp. 53831:063-53831:082.

-9005150008 Insp Repts 50-295/90-06 & 50-304/90-06 on 900311-0418.Nq violations
or    deviations    noted. Major    areas    inspected:    summary   of    operations.safety
verification.ESF   sys.monthly   surveillance/maint,emergency   preparedness   &  fuel
moves.
SANDS.S.P. Region 3, Ofc of the Director. 90/05/04. 18pp. 53831:065-53831:082.

9005160113 Forwards Amends 119 & 108 to Licenses DPR-39 & DPR-48, respectively
& safety evafuation.Amends remove aircraft fire detection sys from Tech Specs.
PATEL.C.P. Project Directorate III-2. 90/05/09. KOVACHJJ, Commonwealth Edison
Co. 3pp. 53836:194-53836:207.

-9005160115 Amends 119 & 108 to Licenses DPR-39 & DPR-48,respectively, removing
aircraft fire detection sys from Tech Specs,
DUDLEY.R.F. Project Directorate III-2. 90/05/09. 8pp. 53836:197-53836:203.

-9005160117 Safety evaluation supporting Amends 119 & 108 to Licenses DPR-39 &
DPR-48,respectively.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 90/05/09. 4pp.
53836:204-53836:207.

9005230036 Accepts util proposed scope & objectives for annual emergency prepared-
ness exercise scheduled for 900718 based on review of util 900501 submittal.
GREGER.LR. Region 3, Ofc of the Director. 90/05/17. REED.C. Commonwealth
Edison Co. 2pp. 53907:180-53907:181.

P. Operating license stage documents & correspondence

9003300128 Suppl 1 to Generic Ltr 89-13 to all holders of OLs or CPs for nuclear power
plants re svc water sys problems affecting safety-related equipment.Svc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York, Inc. 128pp. 53601:001-53601:130.

9004300205 Forwards Rev 58 to CE-1-A, "QA Program for Nuclear Generating Sta-
tions." Rev being made to reflect correct frequency of cumulative deviation reporting
& to clarify applicability of other ANSI N45.2 stds.

RICHTER.M.H. Commonwealth Edison Co. 90/04/12. Document Control Branch (Doc-
ument Control Desk). 4pp. 53653:095-53653:115.

-9004300212 Rev 58 to "QA Program for Nuclear Generating Stations."

*  Commonwealth Edison Co. CE-1-A R58. 90/04/12.13pp. 53653:103-53653:115.

9004200195 Generic Ltr 90-04 to all holders of OLs & CPs for nuclear power reactors re
request for info on status of licensee implementation of generic safety issues resolved
w/ imposition of requirements or corrective....Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/25. Consolidat-
ed Edison Co. of New York, Inc. 81 pp. 53663:001-53663:083.

9005010224 Application for amends to Licenses DPR-39 & DPR-48, correcting incon-
sistencies in reactor vessel toughness tables.

CHRZANOWSKI.R. Commonwealth Edison Co. 90/04/25. MURLEY.T.E. Document
Control Branch (Document Control Desk). 3pp. 53620:147-53620:156.

-9005010225 Proposed Tech Specs.consisting of revised reactor vessel toughness
tables.

*  Commonwealth Edison Co. 90/04/25. 7pp. 53620:150-53620:156.

9005030368 Application for amends to Licenses DPR-39 & DPR-48,changing Tech
Specs to address containment spray recirculation phase function.per 890531 enforce-
ment conference.

CHRZANOWSKI.R. Commonwealth Edison Co. 90/04/27. MURLEY.T.E. Office of Nu-
clear Reactor Regulation, Director (Post 870411). 8pp. 53719:282-53719:305.

-9005030371 Proposed Tech Specs.addressing containment spray recirculation phase
function.

*  Commonwealth Edison Co. 90/04/27. 17pp. 53719:289-53719:305.

-9005070175 "Zion Station Containment Response W/Loss of RHR Spray During
LOCA."

RAMSDEN.K.B.   Commonwealth    Edison   Co.    RSA-Z-89-03.   89/06/23.    21pp.
53735:154-53735:174.

9005160113 Forwards Amends 119 & 108 to Licenses DPR-39 & DPR-48, respectively
& safety evaluation.Amends remove aircraft fire detection sys from Tech Specs.
PATEL.C.P. Project Directorate III-2. 90/05/09. KOVACH.TJ. Commonwealth Edison
Co. 3pp. 53836:194-53836:207.

-9005160115 Amends 119 & 108 to Licenses DPR-39 & DPR-48,respectively, removing
aircraft fire detection sys from Tech Specs.
DUDLEY.R.F. Project Directorate III-2. 90/05/09. 8pp. 53836:197-53836:203.

-9005160117 Safety evaluation supporting Amends 119 & 108 to Licenses DPR-39 &
DPR-48,respectivefy.

* Office of Nuclear Reactor Regulation, Director (Post 870411). 90/05/09. 4pp
53836:204-53836:207.

9005090120 Suppl 1 to Generic Ltr 90-03 to all power reactor licensees & applicants re
relaxation of staff position in Generic Ltr 83-28,ltem 2.2,Part 2, "Vendor Interface for
Safety-Related Components." Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/14. Consolidat-
ed Edison Co. of New York, Inc. 90pp. 53801:001-53801:090.

9005090388 Correction to Suppl 2 to Generic Ltr 88-20, "Accident Mgt Strategies for
Consideration in Individual Plant Exam Process." Svc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/16. Consolidat-
ed Edison Co. of New York, Inc. 277pp. 53903:001-53903:277.

-9003300127 Suppl 2 to Generic Ltr 88-20 to all holders of OLs & CPs for nuclear
power reactor facilities re accident mgt strategies for consideration in individual plant
exam process.Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York, Inc. 138pp. 53903:092-53903:277.

Q. Inspection reports, IE Bulletins & correspondence

9004270265 Responds to NRC 900312 Itr re violations noted in Insp Repts 50-295/89-
37 & 50-304/89-33.Corrective action:future solidifications of ethylene glycol solutions
by US Ecology will be performed using revised process control program.
KOVACH.TJ. Commonwealth Edison Co. 90/04/11. DAVIS.A.B. Region 3, Ofc of the
Director. 4pp. 53652:248-53652:251.

9005040043 Forwards Safety Insp Repts 50-456/90-11,50-457/90-14. 50-454/90-1350-
455/90-12,50-237/90-14,50-249/90-13, 50-373/90-07,50-374/90-08,50-254/90-07,50-
265/90-07, 50-295/90-10 & 50-304/90-11 on 900220-0404.

GREGER.LR. Region 3, Ofc of the Director. 90/04/20. REED.C. Commonwealth
Edison Co. 2pp. 53725:356-53725:361.

-9005040048 Insp Repts 50-456/90-11.50-457/90-14,50-454/90-13. 50-455/90-12,50-
237/90-14,50-249/90-13,50-373/90-07, 50-374/90-08,50-254/90-07,50-265/90-07,50-
295/90-10 & 50-304/90-11 on 900220-0404.No violations noted.
KUNOWSKI.M.A. Region 3, Ofc of the Director. 90/04/20. 4pp. 53725:358-53725:361.

9004200525 Suppl 1 to NRC Info Notice 89-070, "Possible Indications of Misrepresent-
ed Vendor Products." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/26.
Consolidated Edison Co. of New York. Inc. 102pp. 53601:131-53601:234.

9005030368 Application for amends to Licenses DPR-39 & DPR-48,changing Tech
Specs to address containment spray recirculation phase function.per 890531 enforce-
ment conference.

CHRZANOWSKI.R. Commonwealth Edison Co. 90/04/27. MURLEY.T.E. Office of Nu-
clear Reactor Regulation, Director (Post 870411). 8pp. 53719:282-53719:305.

9004240313 NRC Info Notice 90-027, "Clarification of Recent Revs to Regulatory Re-
quirements for Packaging of U Hexafluoride (UF6) for Transportation," Svc list encl.
TEN EYCK.E.Q. Division of Safeguards & Transportation (Post 870413). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53742:001-53742:099.

9004240359 NRC Info Notice 90-028, "Potential Error in High Steamline Flow Setpoint."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 91pp. 53601:235-53601:327.

9004240393 NRC Info Notice 90-029, "Cracking of Cladding & Heat-Affected Zone in
Base Metal of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53601:328-53602:067.

9004250159 NRC Info Notice 90-030, "Ultrasonic Insp Techniques for Dissimilar Metal
Welds." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/01.
Consolidated Edison Co. of New York, Inc. 98pp. 53663:084-53663:183.

9005110013 Forwards Insp Repts 50-295/89-200 & 50-304/89-200 on 891127-1208.De-
ficiencies exist in areas of procurement & dedication of commercial grade items & re-
lationship between plant & vendors.

HOLAHAN.G.M. Division of Reactor Projects - III,IV,V & Special Projects (Post
870411). 90/05/01. REED.C. Commonwealth Edison Co. 7pp. 53818:281-53818:313.

-9005110015 Insp Repts 50-295/89-200 & 50-304/89-200 on 891127-1208. Deficien-
cies noted.Major areas inspected:implementation of vendor interface program & pro-
gram for procurement of items for use in safety-related applications at plant.
PETTIS.R.L, BRACH.E.W. Vendor Inspection Branch. 90/04/26. 26pp. 53818:288-
53818:313.

9005030007 NRC Info Notice 90-032, "Surface Crack & Subsurface Indications in Weld
of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/03.
Consolidated Edison Co. of New York, Inc. 100pp. 53753:104-53753:203.

9004260013 NRC Info Notice 90-031, "Update on Waste Form & High Integrity Contain-
er Topical Rept Review Status, Identification of Problems W/Cement Solidification &
Reporting of Waste Mishaps." Svc list encl.

BANGART.R.L Division of Low-Level Waste Management & Decommissioning (Post
870413). 90/05/04. Consolidated Edison Co. of New York, Inc. 101pp. 53753:001-
53753:103.

9005150004 Forwards Safety Insp Repts 50-295/90-06 & 50-304/90-06 on 900311-
0418.No violations noted.

SHAFER.W.D. Region 3, Ofc of the Director. 90/05/04. REED.C. Commonwealth
Edison Co. 2pp. 53831:063-53831:082.. 90/05/08. 6
